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main atomizer and the additives to the two atomizers 
in front of the nozzle face, where the atomized 
liquids blend. 

Notes: 

1. The device can easily be adapted to mix sprays 
from three liquids. 

2. It may advantageously be used for mixing colors in 
spray painting. 


Patent status: NASA encourages the commercial 
use of this invention. It was invented by a NASA 
employee, and U.S. Patent No. 2,930,532 has been 
issued to him. Inquiries about license rights for its 
commercial development should be addressed to the 
inventor, Mr. Oce W. Johnson at Langley Research 
Center, Hampton, Virginia. 
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